Attachment 1 


« ^ Interagency Report Control No 

This report is required by law (? USC 21 43) Failure to report according to ttie regulations Mn Set reverse side w q-, eo-DOA-AN 

result In an order to cease and desist and to be suk^ect lo penalties as provided for in Section 2150 additionalinformation 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 REGISTRATION NO. 

93-R-0397 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

2. HEADQUARTCRS RESEARCH FACILITY (Ninw and Addrass, as rsgistsred with UScftt 
include Zip Coda) 

B. Braun Medical, Inc. 

2525 McGaw Avenue 

Irvine, CA 92614 


949-660-2412 



3. REPORTING FACILITY (List all locations where animals ware housed or used In actual research, testing, teaching, or experimentation, or held for those purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (Site*) 


[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional ahaeU if nacaaaary or uae APHIS FORM 7023A) 

■ , ■ , I 1 - .. 


A. 

Animals Covered 

By The Anima 

Welfare Regulations 

B Number of 
animals being 

bred, 

conditioned, or 
held for use in 
teaching, tasting, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 

which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, ot 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
cor\ducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E, Number of animals upon which teaching 
expsriments, research, surgery, or tests were 
conducted Involving accompanying pain or distress 
to ths animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An Bxplanation of 
tha procaduras producing pain or diatraaa in thoaa 
animals and tha reasons such drugs wara not usad 
must ba attachad to this raport) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

7 

32 

20 

0 

52 

5. Cats 

0 

0 

12 

0 

12 

6. Guinea Pigs 

20 

1,270 

0 

0 

1,270 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

100 

1,885 

1,809 

0 

3,694 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

7 

0 

7 

11., Pigs 

0 

0 

42 

0 

42 

12. Other Farm Animals 












13 Other Animals 

























|assuranc^s^temen^ 


1} Professionally acceptable standards governing the care, treatment, and use of animals including appropriale use of anesthetic, analgesic, and tranquilizing drugs, prior to. during 
and follovk'ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2 ) Each principal investigator has considered alternatives to painful procedures. 

3 ) This facility is adhering to the standards and regulations undar the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committae (lACUC). A summary of all auoh oxooptlena is attaehod lo this annual report. In 
addition to idantifying the lACUO-approved exceptions, this surrmary irxdudes a brief explanartion cf the excsf^ions. aa wall m the species and number erf animals affected. 


4) The attending veterineviarrfor this researcti facility has appropriate authority to ensure the provision of odequale veterinary care and to oversee the adequacy of other aspects of 
animal care ar>d use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chi«f Ex«cutiv« Officdr or Logally Rooponsiblo Institutional Official) 

^ oonset andccmMaCr Uac 3nlion214^ 


1 / 


NOV 2 1 2006'^ 


SI 


NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL ('Type or Print) 

DATE SIGNED 


(b)(6), (b)(7)(c) 

(b)(6), (b)(7)(c) 

11-19-08 


AF 


obsolete 




















































